APPENDIX A

DEFINITIONS OF DOCKET 50 CATEGORIES

K   UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY
ANALYSIS REPORTS (USAR), AND AMENDMENTS

1. Final Safety Analysis Report (FSAR), (formerly
called Final Hazards Summary Report), submitted
by the utility.

2. Updated Final Safety Analysis Report (USAR)
submitted by the utility and periodically updated to
incorporate new information or modifications to
the facility.

3.    Amendments and changes to the FSAR and
USAR.

4.    Federal Register notices citing availability of the
FSAR and amendments.

5.    Transmittal and acknowledgment letters.

6.     Certificates of service to the FSAR and USAR.

NOTE: All related correspondence falls in Category A
or P. Emergency and Fire Protection Plans sub-
mitted as part of the licensing application are
filed in Category F.

L. LIMITED WORK AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE

This category is limited to documents pertaining to Lim-
ited Work Authorizations (LWAs) whereby applicants
can cany out limited site preparation and construction
prior to the granting of a Construction Permit.

1.     Limited   Work   Authorizations   (LWAs)   and
amendments

2.     Correspondence pertaining to work performed un-
der LWAs.

M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE

1. Documents submitted as part of the application for
a Construction Permit and Operating License
entitled "Information Requested by the Attorney
General for Antitrust Review".

2.     Correspondence where the primary topic of discus-

sion is antitrust matters.

3. All antitrust proceeding documents, except for
hearing transcripts, testimony, and briefings, which
are filed in Category N.

R ANTITRUST HEARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS

This category contains word-for-word transcripts of hearings, testimony, and briefings in antitrust matters. Related
correspondence falls in Category M.
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